BALDOR REPLACEMENT MOTOR 
220V single-phase 


is 


PM-1236 LATHE 


PM-1440GT LATHE 


With 4-wire (plus ground) 
motor wiring 


Electrical box at back of PM-1236 


Baldor label: “Standard Rotation” 


Make the following connections: 


SINGLE PHASE 


STD ROT 
8 5 


OPP STD 
5 8 


14 14 


LINE LINE 


STD. ROT. IS CCW FACING END 
OPPOSITE SHAFT EXTENSION 


clockwise at the pulley 


PM-1440GT LATHE 
With 3-wire (plus ground) 
motor wiring 


If there is an M5 wire on the terminal strip, as 
here, run a new wire from the strip to the motor. 


If there is no M5 wire on the terminal strip, run 
a jumper wire from the S terminal to any unused 


terminal, then run a new wire from that terminal 


to the motor. 


Location of th i 
pee EE ee eee eee Wire designation | Baldor wire 
Make the following connections: on lathe number 
M6 1 
Wire designation | Baldor wire 
on lathe number M5 4 
U1 1 y G 
U2 4 X 2 
Z1 8 
Z2 5 
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